Re:  ATTN:  Commerce  (Trash  Bin)  +  Storm  Drain 


Subject:  Re:  ATTN:  Commerce  (Trash  Bin)  +  Storm  Drain 
From:  Delilah  Shahbazian  <delilah.shahbazian@lacity.org> 

Date:  4/1/20,  12:27  PM 

To:  Sarah  Bell  <sarah.bell@lacity.org> 

I  would  say  10000  N.  Commerce  Avenue.  It  is  on  the  same  street  of  Aurora 
Banquet  Hall  (7179  Foothill  Blvd,  Tujunga,  CA  91042)  just  need  to  drive  up  a 
block  or  so,  and  it  is  on  your  right  side  of  Commerce.  I  hope  this  helps. 

On  Wed,  Apr  1,  2020  at  12:23  PM  Sarah  Bell  <sarah.bell@lacitv.on  >  wrote: 

Do  you  have  an  address  for  the  bin?  The  supervisor  indicates  that  its  not  where  it  is 
supposed  to  be  and  someone  has  moved  it. 

Sarah  Elizabeth  Bell 

Public  Relations  Specialist 

Los  Angeles  Sanitation  and  Environment 

1149  S.  Broadway,  Ste  500 

213-847-3457  (direct) 

sarah.bell@lacitv.ora 


On  Wed,  Apr  1,  2020  at  12:17  PM  Delilah  Shahbazian 

<delilah.shahbazian@lacitv.orq>  wrote: 

YAY!  Thanks,  Sarah!!!!  :D  Also,  any  update  on  horse  manure?  :)  Stay  safe!! 

On  Wed,  Apr  1,  2020  at  12:16  PM  Sarah  Bell  <sarah.bell@lacitv.orq>  wrote: 
Hi  Delilah, 

Our  team  tells  me  that  is  a  receptacle  serviced  by  a  BID.  They  will  reach  out  to  them 
and  ask  them  to  service  it.  I  sent  the  storm  drain  request  in. 

Sarah 

Sarah  Elizabeth  Bell 

Public  Relations  Specialist 

Los  Angeles  Sanitation  and  Environment 

1149  S.  Broadway,  Ste  500 

213-847-3457  (direct) 

sarah.bell@lacitv.org 
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7/15/20,  6:50  PM 


Re:  ATTN:  Commerce  (Trash  Bin)  +  Storm  Drain 


On  Tue,  Mar  31,  2020  at  4:02  PM  Delilah  Shahbazian 

<delilah.shahbazian@lacitv.orc  >  wrote: 

Good  afternoon,  Sarah, 

I  hope  this  email  finds  you  well!  I  hope  you  and  your  family  are  safe  and  sound. 

Just  wanted  to  check  in  and  share  a  new  location  for  a  storm  drainage  clean  up;  is 
possible.  A  quick  check  in  for  the  'supposed'  trash  can  on  Commerce  Avenue.  I  noticed  it 
again  during  my  community  drive.  Is  there  a  possibility  to  check  on  this?  I  can  also  make 
phone  calls  if  need  be! 

Second,  I  drove  to  a  case  site  on  Foothill  Blvd  and  Wheatland  Avenue.  I  have  attached  the 
images  onto  this  email.  If  possible,  can  we  work  on  cleaning  the  storm  drainage? 

Looking  forward  to  hearing  from  you! 

Much  Gratitude, 

Delilah  Shahbazian 


Delilah  Shahbazian, 
Caseworker 
Sunland-Tujunga  Office 

Councilwoman  Monica 
Rodriguez,  7th  District 
7747  Foothill  Blvd,  Tuiunqa, 

CA  91042 

Phone:  818-352-3287  Fax: 

818-875-4554 

www.monicarodriquez.orq 
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7/15/20,  6:50  PM 


Re:  ATTN:  Commerce  (Trash  Bin)  +  Storm  Drain 
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